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CONPIDENTIAL PARIS 19534 

USOECD 

EXCON 

E.O. 1 1652: XGDS-I 
TAGS: ESTC COCOM UR US 

SUBJ: US OPTICAL PARAMETRIC OSCILLATOR TO USSR-IL 1522 
REF: COCOM DOC (77) 416 

1 . FRENCH DEL RESERVED ON REPCASE AT COCOM MEETING 

JULY 5 AND REQUESTED MORE DETAILED INPORMATION REGARDING 
THE NATURE OF THE ACADEMIC RESEARCH POR WHICH LASER 
SYSTEM WILL BE USED. HE ALSO INQUIRED AS TO WHAT 
GUARANTEES THERE WERE THAT THE LASERS WOULD NOT BE 
DIVERTED TO OTHER END USES. 

2. ACTION REQUESTED: INSTRUCTIONS FOR RESPONDING TO 
PRENCH QUESTIONS. 

SALZMAN 

CONPIDENTIAL 
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